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SUBJECT: Items 1159000, Cresol Saponated Solution; 1 Qt» and 1260000, Crease 
aaa Solution, 5 Gel. : 


. dy Complaints have been recently pedenes concerning the use of cert 
stocks of tog sneer The Aa nea specifically apr he the appa 


water. It appears cahat Ne suspension clings ee eae to age lutinati 
tubes, pipettes, syringes, snd other glassware immersed in the disinfectant 
is impossible to remove in subaanent washing of the gle cqware an many ca 

2e Samples of subject items have been examined ard labo ratoz -y findings 
confirm these complaints. It was found that the use of hard water may cause 
the water insoluble components of the emulsion to preciritate auc achere to 
instruments or glassware placed in the solution. 


3. In view of the above, it is recommended that vnen subject items r 
to be used in the disinfecting of eee One eat glassware, etc., the followin, 
precautions be taken: | ye 


ae Soft or distilled water to be used when mailing dilutions, — 


b. The addition of a few drops of 10% sodium or potassium hydro: 
accompanied by simultaneous stirring if the solution becomes opaque. The 
tion of one of the above will clear the solution, 3 
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‘DISTRIBUTION: 3 ? 
Surgeon, PENBASE — 350 
Surgeon, Adriatic Base Command — 100 . 
- Surgeon, Fifth Army — 300 Se eR aL 
‘Surgeon, AAFSC/NTO = 350 | f ARMY | 
_ Surgeon, Rome Area Command sateen / - MEDICAL. 
Surgeon, Hq. Command, AF ~ 30 eS Salaee ne 
_ Surgeon, University Training Command ~ 10 10 NOV 6 19es 
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